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Central Intelligence Agency 
Office of the Deputy Director for Intelligence 


24 February 1986 


Ambassador Richard Helms 
Safeer Company 

1627 K Street, N.W., Suite 402 
Washington, D.C. 20006 

John Bross told me that you will be giving 
a speech at Harvard In early April. I thought 
that you might find It useful to have the text 
of the speech I delivered at the Kennedy School 
on 13 February. 

I look forward to seeing you again soon. 

Regards , 


Robert M. Gates 

Deputy Director for Intelligence 


Enclosure : 
As Stated 






Sanitized Copy Approved for Release 2011/08/25 : CIA-RDP89G00720R000600610011-6 




